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माहिर - ए-तिब्ब (डाक्टर ऑफ SH. A . ( H ) 

1988 # 3111 
मेडिसिन ) 
माहिर - ए - जराहत ( मास्टर ऑफ H . H . ( a ) 

1997 À 3T1" ) 
Hota ) 

[41. A . 8f -12013 /01/ 2016 - F ( TYH-1] 

पी . एन . रणजीत कुमार, संयुक्त सचिव 
feugot : Hrafie Faracter the urua safafa _ H , 1970 ( 1970 FT 48) HÀ À 3f1461 . 

PT. 311 . 4068(31) arte 30 Hage , 1979 GRT TH # RĪTETT PARIT PIT PT BİR THEGT H . 
ofal. 317 . 1586 (37) arte 12 TÀ1, 2019 H ifah # PTT PopeT TATTI 


MINISTRY OF AYURVEDA , YOGA AND NATUROPATHY, UNANI, SIDDHA AND 

HOMOEOPATHY 


NOTIFICATION 

New Delhi, the 24th April , 2019 
S . O . 1634 ( E ). — In exercise of the powers conferred by sub - section ( 2 ) of section 14 of the Indian 
Medicine Central Council Act, 1970 (48 of 1970), the Central Government, after consulting the Central 
Council of Indian Medicine, hereby makes the following further amendments in the Second Schedule to the 
said Act , namely : 

In Part II , of the said Schedule, relating to “ Unani , under the heading “ Uttar Pradesh ”, against serial 
number 21, for the entries, following entries shall be substituted , namely: 


3 


DIMS 


From 1927 to 1943 


“ Aligarh 
Muslim 
University, 
Aligarh 


DUMS 


Diploma in Indian Medicine and Surgery 
Diploma in UnaniMedicine and Surgery 
Bachelor of Unani Medicine and Surgery 
Bachelor of Unani Tib and Surgery 
“ [Doctor of UnaniMedicine 


BUMS 


BUTS 


From 1944 to 1946 
From 1953 onwards 
From 1947 to 1952 
From 1974 to 1977 
From 1978 onwards 
From 1972 to 1983 ] 


DUM 


MD (Unani) 


BUMMS 


BUMS 


From 1980 onwards ] 


Bachelor of Unani Medicine with Modern 
Medicine and Surgery 
[Kamil - e - tib - o -Jarahat (Bachelor of Unani 
Medicine and Surgery ) 
Mahir-e - Tib ( Doctor of Medicine) 
Mahir -e -Jarahat (Master of Surgery ) 


M . D . (Unani ) 


From 1988 onwards 


M . S . (Unani) 


From 1997 onwards” . 


[F . No. V .- 12013/01/2016 -EP (IM - 1)] 

P . N . RANJIT KUMAR , Jt. Secy . 
Note : The Second Schedule to the Indian Medicine Central Council Act, 1970 (48 of 1970 ) was first 

amended vide notification number S . O . 4068 ( E ), dated the 30th November, 1979 and was last amended 
vide notification number S .O . 1586 ( E ) dated the 12th April , 2019 . 
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